know the specific  reasons   for  the suspension,  but he   confirmed  that he
had a license when  the blast  in question was  set off   (Tr.   58).

Mr.  Lucas  stated that  a dragline was  located some   75  feet  from
the shot,   but  that  several  loaders  and  the scale house were  three  to
four hundred feet away and he  could not see  them from where the blasting
took place   (Tr.   60).     In his  view,   the  loaders  and   scale house were out
of danger,  but whether they were in the  "blast area" would depend on
the definition of  that  term.     The drag line was  shut   down and  the operator
was secure before  the blast,   and  the other locations  would normally be
advised personally  to shut  down and secure   (Tr.   62).

Mr.  Lucas  stated that  at   the  time of  the blast   they were using
Austin 80% extra  gel dynamite and Austinite 15 ammonium nitrate blasting
agents and  that  2k  holes were charged  to a depth of   some 45  to  50  feet.
Each hole contained approximately 400 or 450 pounds   of  explosives,  but
each hole was  detonated on a delayed basis,   and did  not  go off all at
once (Tr.   64).     When asked how one determines what   is  a safe distance
from such a shot,  he stated   that  "there  is  no  set  formula for figuring
the safe distance,   * * *  it  is pretty much  from experience you know where
the shot  is  going"   (Tr.   66).     He also  indicated  that   a  drill rig,   a shot
truck,   and a driller's maintenance  truck were all present near the blast
site and  that  these constituted suitable blast  shelters.     If one  is  at
a safe distance,   there  is  no  reason  to crawl under   these vehicles.     The
shot was  triggered electrically,   and he  confirmed  that   during 1981 he was
at the Doan Coal site  three or  five  times  a week performing blasting,
and that  20  to 40 holes  are usually  charged at  any   given .time   (Tr.   69).
He also confirmed  that he  is  paid by Austin Powder  Company,  and  that Austin
Powder also provides and pays  ,for other benefits  such  as vacation and
insurance   (Tr.   70).     He does  not belong  to  any union,   and has performed
blasting work for other strip mine operators  similar   to  the work performed
for Doan   (Tr.   71).

Mr.   Lucas stated  that  he was  "surprised" by  the  blast of July 30,
in relation  to other shots   that he had in the same   cut,   and a lot more
fly rock came out of  the holes  than he had expected.      Some rock weighing
approximately a pound or so,   and  four inches  diameter  landed near him,
but most of  the material was  mud.     He and his  crew were around  the  truck,
but no one was  under it,   and he was  20  feet  from the   truck while  the
closest rock fell about  six feet  from where he was   standing.     Everyone
had hard hats on,   and no none  from his  crew advised  him that any rocks
had fallen near where  they were standing   (Tr.   73).      He  confirmed that he
was standing some  300  feet  from the blast  itself,   and he  stated  that  the
charged holes were vertical  and  that  the shot went  out   from the open cuts
that had been charged   (Tr,   74).     Mr.   Lucas  stated  that  Doan Coal  Company
aoes not have any licensed blasters,   and since he has  been working at
the Doan Strip Mine  they have never had any licensed  blasters of  their
own (Tr.   74-75).

87ne   initially by   radio  and visually.
